DRAPES   AND  VIEW   (LIVING   ROOM)
Required  Physical  Capabilities:

Position wheelchair next to drape  controls.
(on pulley)  and pull  to adjust.

Rationale:

Grasp  rope

Floor-to-ceiling windows were  selected  for  maximum
visibility.     Available drapery  control  alternatives  seemed
equally  appropriate.

Analysis:

Windows in living room allow residents to view court-
yard area from seated position.  Drapes with pulley type of
controls are not easily worked.  Since controls are located
toward the corner of the room, access is often blocked by a
sofa or a chair.

Recommendations:

- Windows for quadriplegics should be selected with
wheelchair height in mind.

- Drapery controls should be located in accessible
places and require little hand strength or manual
dexterity to manipulate.
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